April 10, 1987 


Mr . David C. Riggan 
Deputy Controller 
Hoe American Tobacco Company 
13203 North Enon Church. Road 
P.O. Box 1100 

Chester, Virginia 23831-8100 
Dear Mr. Riggan: 

This will acknowledge with thanks receipt of 
check to The Council in the amount of $179,742.00,. 
representing the tenth and eleventh installments of 1986 
dues from The American Tobacco Company. 

Cordially, 


R. F. Gertenbach 


Source: https7www.industrydocuments.ucsf.edu/docs/zjwv0000 




